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UNCLASSIFIED 

PAGE 01 LIMA 07980 071911Z 

43 

ACTION ARA-10 

INFO OCT-01 ISO-OO EB-07 /018W 

013032 

R 031440Z SEP 76 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 1641 

UNCLAS LIMA 7980 

E.O. 11652: N/A 
TAGS: EINV, PE 

SUBJECT: REMITTANCE TO AMERICAN HOSPITAL SUPPLY CORP. (AHSC) 
REF: STATE 206730 

1 . EMBASSY HAS DISCUSSED SITUATION AS REQUESTED REFTEL WITH 
LAWYER HOHAGEN AND OFFICIALS FROM THE MINISTRIES OF HEALTH 
AND FINANCE. THE REMITTANCE DEPENDS ON THE PRIOR APPROVAL 
OF THE SALE (TO MINETTI) BY THE MINISTRY OF HEALTH. HOHAGEN 
STATED AND THE MINISTRY OF HEALTH CONFIRMED THAT SUCH 
APPROVAL HAS BEEN GIVEN AND NEEDS ONLY THE SIGNATURE OF 
THE MINISTER TO BE FINAL. THUS. FINAL SIGNATURE AND APPROVAL 
ARE EXPECTED THIS WEEK. FINALLY, ACCORDING TO HOHAGEN, THE 
STOCKS IN ESCROW ARE BEING HELD BY THE BANCO CONTINENTAL, 
WHILE THE FUNDS TO BE REMITTED ARE DEPOSITED WITH THE BANCO 
DE LA NACION. 

2. ACCORDING TO THE MINISTRY OF FINANCE, IT WILL 
TAKE, AFTER NOTIFICATION OF APPROVAL OF THE SALE BY 
THE MINISTRY OF HEALTH. APPROXIMATELY THREE WEEKS 
TO PROCESS THE AHSC CLAIM. THOUGH THE OFFICIAL FROM 
THE MINISTRY STATED THAT THERE WOULD BE NO PROBLEM 
IN HANDLING THE REMITTANCE CLAIM, HOHAGEN FEELS THAT 
TO EXPECT SUCH PROMPT ATTENTION TO THE CASE WOULD BE 
UNREALISTIC. EMBASSY WILL CONTINUE TO BE IN TOUCH 
WITH ALL PARTIES INVOLVED UNTIL REMITTANCE CLAIM IS 
RESOLVED. SMITH 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 

Draft Date: 03 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LIMA07980 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 
Enclosure: n/a 
Executive Order: N/A 
Errors: N/A 

Film Number: D760338-0171 

From: LIMA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760993/aaaadbzt.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: cahillha 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 0 MAY 2004 by MaustMC>; APPROVED <29 DEC 2004 by cahillha> 

Review Markings: 
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Review Release Date: n/a 
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Review Withdrawn Fields: n/a 
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Subject: REMITTANCE TO AMERICAN HOSPITAL SUPPLY CORP. (AHSC) 
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